REYNOLDS CO., WASHINGTON, 


The Marshall House was the last house to ~ 
fly the Confederate Flag when Col. Ellsworth, £ 
with his band of Zouaves, entered the town © 
during the Civil War. « 
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A-193 — Marshall House as it was in 1861, Alexandria, Va. 



















